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FORM COEFFICIENT FOR THE FIELD OF A SUPERCONDUCTING 
SYNCHRONOUS MACHINE 


A. I. Bertinov, Professor, Doctor of Technical Sciences 
A. V. Golovkin, Engineer 
L. A. Yegoshkina, Engineer 

0. M. Mironov, Candidate of Technical Sciences 


The magnetic field of a superconducting synchronous 
machine is considered, an expression unique for all 
areas, is obtained for the radial component of intensity 
of the magnetic field, and the form coefficient of the 
field is determined. 


V 


The industrial assimilation of superconducting materials with 
high values of critical magnetic field led to the development of 
magnetic systems which can be used for excitation of electrical 
machines [1 ]. 

The use of superconductor excitation windings for synchronous 
machines leads to new structural arrangements for making them, and 
the absence of a ferromagnetic magnetic circuit complicates the pic¬ 
ture of distribution of the magnetic field. What was said requires 
the refinement of the bases of the theory and methods of designing 
superconducting machines. 

In [2] a magnetic field is considered which is created by the 
superconductor excitation winding of a synchronous machine, and in 
this case the component of strength of the magnetic field is presented 
in the form of infinite series, and only the first harmonic component 
is analyzed, which is not always justified. 
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A significant shortcoming of work [2] is that for each zone of 
the system its own expressions are obtained: inside the system, in 
the zone occupied by currents, and outside the excitation system. 

The absence of a generality - a unique expression - complicates 
their use, especially in the case of calculation on a digital com¬ 
puter. * 

In the present work a unique expression is obtained for finding 
the radial component of strength of a magnetic field in a i.nite 
form, and the form coefficient is determined for the field of a 
superconducting synchronous machine. 

Let us consider the magnetic system of excitation of a synchronous 
machine which is shown in Figure 1. The problem of determination 
of the components of the vector of strength of the magnetic field 
in all the points of space in respect to an assigned distribution 
of current is solved by finding the vector potential of the magnetic 
field as a function of the coordinates: 



ft 


-mu. 


( 1 ) 


In solving the problem the following assumptions are accepted: 
the magnetic field is plane-parallel, i.e, the finite length of the 
excitation system is not taken into account; the magnetic permeability 
of the superconducting material of the excitation winding.is constant 
and equal to to ’ since the superconducting materials in magnetic 
systems operate with fields which are close to critical; the area 
occupied by currents is uniform. 

Then in a cylindrical system of coordinates the axial component 
of the vector potential function in point from the elementary 

conductor with current, found in point M(r, ), is equal to 
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average calculated density of current; 
current, passing on a conductor; 
area of the transverse section of 
the superconducting conductor; 
space factor of the superconductor 
in the excitation winding; 
number of turns in the winding; 
area of transverse section occupied 
by the excitation winding. 



Figure 1. Excitation winding of a superconductor synchronous machine. 
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The radial component of strength of the magnetic field from 
an elementary conductor with current 
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After integration, replacement of o=D/2 and introduction for 
convenience of subsequent calculations and construction of the graphic 
dependences of relative dimensions 

A D ' ■ A D 
= 57^ = 57 

we obtain: 
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Expression (5) is valid for any point of the area under consider¬ 
ation . 

For determination of the form coefficient of the field it is 
necessary to have an expression for the maximum of the radial component 
of magnetic field strength, which will be in the case of the angle 
Cp =0, in this case 
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With complete filling of the active layer by the winding &=0 


and 'Y' = 1 . In this case 


nit 


IM -* 

a -- T .r? = «+—• 


Thus, with 1^=1 and different numbers of pairs of poles it is 
possible to write: 
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The dependences Kp-f( D* and D*i) in respect to p are given 
in Figure 2. Coefficient Kg is proportional to the radial component 
of magnetic field strength, and from these graphs it follows that 
the radial component of magnetic field strength has the greatest 
value inside the area occupied by the excitation winding. With the 
same dimensions of the excitation winding the maximum value of magnetic 
field strength which is obtained is greater in two-pole machines 
and is reduced with an increase in the number of pairs of poles of 
the excitation winding. 

Using (5) and having assigned the dimensions of the excitation 
winding and the armature, it is possible to determine the emf induced 
in the armature winding. As it follows from [2], the amplitude of 
the curve of the harmonic component of magnetic field intensity is 
expressed for different areas with T = 1 : 
for 
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Thus it is possible to determine the form coefficient for the 
field of a superconductor machine with >= 1 : 
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shown in Figures 3 and 4 in dependence on D and for different 
numbers of pairs of poles. 

An analysis of the graphs in Figures 3 and 4 shows that the ratio 
of the maximum of magnetic field strength to the amplitude of the first 
harmonic component reaches 1.8, therefore disregard of the higher 
harmonic components, especially in the case of calculation inside the 
coil, is inadmissible. ' 
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Conclusions. 


1. A unique expression is obtained for the radial component 
of magnetic field strength for any area of a system of excitation. 

2. The form coefficient of the field of the excitation winding 
is obtained. 

3. Analysis showed the considerable magnitude of the higher 
harmonic components of magnetic field strength in the area occupied 
by currents. 
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